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1) SIGNS SHOULD BE A RED BACKGROUND CLEAR LETTERING WITH WHITE BORDER AROUND 
2) 
SIGN SHOULD 8E 
SELF-LUMINUS 
TO MINIMUM BRiGHTNESS OF 160 
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3) 
POSSIBLE SUPPLIER: SELF POWERED LIGHTING INC 
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TOLERANCES ARE PER DART QSI 018 
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ALL DIMENSIONS ARE IN INCHES 
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